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I just found the most important facial ratio 
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its the EYES:NOSETIP RATIO 


i measured it on DYLAN BROSNAN and JORDAN BARRETT 
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aka the 2 most facially harmonic human beings. 


they both came out to exactly 1.61 aka THE 
GOLDEN RATIO/GOLDEN RECTANGLE 

















you measure from the PUPILS to the FARTHEST 
PROJECTING PART of the NOSE 
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measure chicos to confirm theory 
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If Barrett had insane harmony nobody would say he looks like a freak 
If I'm measuring correctly, Delon's is 1.52. Therefore, the Ideal is 1.52 
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Theory mf debunked by Crimson 


ALSO show how 2 mathmetize this dough am interested 
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(03-11-2018, 04:05 AM) 

If Barrett had insane harmony nobody would say he looks like a freak 

If I'm measuring correctly, the Ideal is 1.52. Which is Delon's 
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delon isnt the golden standard of harmony, chico is 



what the fuck are you on about 
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If Barrett had insane harmony nobody would say he looks like a freak 
If I'm measuring correctly, the Ideal is 1.52. Which is Delon's 



























delon isnt the golden standard of harmony, chico is 



what the fuck are you on about 
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delon isnt the golden standard of harmony, chico is 



what the fuck are you on about 



delon was never mentioned as a top male EVER here until you shitposted your way into making him somewhat 
known 

opry chico and barrett mog the fuck out of him 
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delon was never mentioned as a top male EVER here until you shitposted your way into making him 
somewhat known 

opry chico and barrett mog the fuck out of him 

























Hey dum dum look up "Lookism Alain Delon" on google 
There are tons of threads calling him the best looking person ever 
He's not talked about as much cuz he's not from our time period 
Same for Brando, Newman and other oldies 
Btw look at my sig 
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Opened up the sperg folder on my desktop and measured one of my pics, 1.58. 
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delon was never mentioned as a top male EVER here until you shitposted your way into making him 
somewhat known 

opry chico and barrett mog the fuck out of him 



Hey dum dum look up "Lookism Alain Delon" on google 

There are tons of threads calling him the best looking person ever 














He's not talked about as much cuz he's not from our time period 


Same for Brando, Newman and other oldies 


Btw look at my sig 



not prime chico as well 
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Opened up the sperg folder on my desktop and measured one of my pics, 1.58. fiSj) 


1.58 is bad. 1.60-1.62 is acceptable. 
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I've done it for 4 or so, it ranges from 1.58 - 1.63 depending on angle/closeness to the camera. Doesn't matter in 
the end since my mid face is compact. 
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You just gonna ignore the fact that Delon's is 1.52 then? 
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1.58 is bad. 1.60-1.62 is acceptable. 



You just gonna ignore the fact that Delon's is 1.52 then? 


Posts: 9,818 
Threads: 3,188 
Joined: Jan 2017 
Reputation: 8,926 
Kisses: 1 
Slay Count: 1 


you measured it completely wrong, look at the pictures i provided. 
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1.58 is bad. 1.60-1.62 is acceptable. 



I've done it for 4 or so, it ranges from 1.58 - 1.63 depending on angle/closeness to the camera. Doesn't 
matter in the end since my mid face is compact. 


what do you use to measure 
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You just gonna ignore the fact that Delon's is 1.52 then? 



you measured it completely wrong, look at the pictures i provided. 

? 

You're measuring interocular distance over pupil to nasal tip right? 

I measured Barrets the same way and got 1.62 or so 
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I’ve done it for 4 or so, it ranges from 1.58 - 1.63 depending on angle/closeness to the camera. Doesn't 
matter in the end since my mid face is compact. 

what do you use to measure 
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you measured it completely wrong, look at the pictures i provided. 



You're measuring interocular distance over pupil to nasal tip right? 
I measured Barrets the same way and got 1.62 or so 


you measure from the pupils to the farthest projecting point of the nose, where there are the most highlights. 


































literally just look at the picture. 
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Yeah I don't even think I can do it on my phone app 
Could you do it for me ffs 
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Yeah 1 don't even think 1 can do it on my phone app 

Could you do it for me ffs 


I'll rep you bb 
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Dylan Brosnan looks like an FTM. 
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I've done it for 4 or so, it ranges from 1.58 - 1.63 depending on angle/closeness to the camera. Doesn't 
matter in the end since my mid face is compact. 


what do you use to measure 


Preview in Mac. The rectangle select tool provides the vertical and horizontal height so I just divide them. 
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Dylan Brosnan looks like an FTM. 
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1.42, midface ratio of 0.92. My face is fucking trash Imao. It's over btw. 
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good ratio find. 
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tfw got 1.69. 

I measured Chico at 1.52 though. 
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someone measure my avi to confirm theory tbh 
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aka the 2 most facially harmonic human beings. 


they both came out to exactly 1.61 aka THE 
GOLDEN RATIO/GOLDEN RECTANGLE 






















you measure from the PUPILS to the FARTHEST 
PROJECTING PART of the NOSE 


Mine is 1.61-1.63 depending on pic. Confirmed harmony 
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